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X 

INFORMATION 



SUBJECT: 


Hydraulic System, Oil reservoir; 

Pipe for suction channel and return pipe 


ISSUED 
FOR (x): 


Fault: 

Both pipes have an internal protective film. In some instances this film may loose adhesion. 
Consequence: 

Loose part of the film might block the hydraulic system. 


Measures: 

Pipes of a more suitable material will be tested and introduced into series manufacture. 

As immediate measure copper pipes are being used. They can be used under the same part number as 
before: 


Pipe for suction channel 
Return pipe 


Part No. 066721 

Part No. 066730 (incl. fitting) 


Further Action: 

When refilling hydraulic oil the two insulated black pipes (with the film) must be exchanged for copper ones. 

When hydraulic systems are being exchanged, pipes have to be changed to copper ones prior to the 
installation into the machine. 

This way possible machine defects can be avoided. 
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